REGISTER OF 

CLASSIFICATION DECISIONS 


Date of entry in Register: 

Name of applicant/court: 
Applicant to the Labelling Body: 
Title of Publication: 

Other Known Titles: 

Director: 

Producer: 

Publisher: 

Author: 

Format: 

Country of Origin: 

Language: 


22 June 2000 

The Film and Video Labelling Body Inc. 

Vixen Digital Ltd 

Madness 

Private Gold 41; 

Private Gold Madness 

Pierre Woodman 

Milcap Media Ltd 

Not Applicable 

Not Applicable 

Video Recording VHS/PAL 

Not Stated 

English (dubbed) 


Components of film originally examined: 


Feature: 

Madness 

Running time: 

168.58 

Trailers: 

Gufa Notice 

Running time: 

0.45 


Safe Sex Notice 


0.52 


Private Notice 


0.16 


Virginia's Story 


1.04 


The Matador 3 


1.06 


Private XXX 7 


1.10 


Private & Penthouse 


1.20 


Two Cocks In The Same Hole 


1.01 


Private Publications Notice 


1.50 


Copyright Notice 


0.07 


Total Running time: 178.29 


Excision/Alteration: Yes. 


Reason(s) for Excision: 

One excision is required to remove a scene which presents sexual activity between a 
female patient and her doctor and nurses. The scene is aggressive and abusive in 
manner, and presented in a way which legitimates such a relationship. 


... Please turn over 
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Approved components of film after excision: 


Feature: 

Madness 

Running time: 

145.13 

Trailers: 

Gufa Notice 

Running time: 

0.44 


Safe Sex Notice 


0.52 


Private Notice 


0.15 


Virginia's Story 


1.04 


The Matador 3 


1.06 


Private XXX 7 


1.10 


Private & Penthouse 


1.21 


Two Cocks In The Same Hole 


1.00 


Private Publications Notice 


1.50 


Copyright Notice 


0.06 


Total Amended Running time: 154.41 


Classification Decision: 

Objectionable except if the availability of the publication is restricted to persons who 
have attained the age of 18 years. 


Display Conditions: 

Nil. 


Descriptive Note: 

Contains explicit sex scenes. 


Direction to issue a label has been given on: 22 June 2000 


SUMMARY OF THE REASONS FOR DECISION: 


Not Applicable. 
OFLCRef: 897 
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